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Al-Saffar, Hadi R.: Contributing to national development in the 
Middle East. 
Analysing product performance. Trevor Bentley. 
Are business schools a worthwhile investment? Peter Addington. 
Are we providing the right information? Keron Bhattacharya. 
Armstrong. Kevin: 
Benefits in kind: a review. 
Implications of purchasing a private company’s shares. 
Some useful tax planning for the individual. 
To incorporate or not to incorporate? 
Around Whitehall 


Mar 
Sep 


Nov 
Apr 
Feb 


Feb 
Jul 
Apr 


Oct 

May 
Apr 
Dec 


Jan 

Mar 

Feb 

Apr 56 


Jan 55, Feb 64. Mar 66, Apr 69. May 71. 


Jun 57. Jul 66. Sep 64 


Assessment of damage for breach of contract. Michael Whincup. 
Asset management. R. G. Miller. 


Background to financial analysis in retail banking. P. D. Stone. 
Ballam, Anthea: 
Changeable landscape with a few villains. 
Combining personal computers with the power of a bureau. 
The computer system with universal appeal. 
Computers, managers and people. 
The contingency system that saves money. 
Electronics, tags and berets. 
A new direction for the micro. 
Now and then: the new electronic spreadsheets. 
The packaged micro software shakeout 
A promising new comer. 
Will big brother have his way? 
Banking: 
Background to financial analysis in retail banking. P. D. Stone. 
Budgetary control in branch banking. F. D. Stone. 
An introduction to information centres in branch banking. P. D. 
Stone. 
Management information systems in branch banking. D. Targett 
and P. D. Stone. 
Banyard, Cyril: 
A challenge worthy of the Institute. 
Synthesis — the key to your future success. 
Barnes, Keith and Peter Targett: Standard costing in distribution. 
The barrow-boy approach. John C. Vann. 
Bassett, Ron: Costing and pricing road freight. 
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Budget: 
The transitional period after the budget. John Blake and Nigel 
Coulthurst. 
Understanding budget strategy. David Richards. 
Update on the budget. Leslie Chadwick. 
Budgetary control in branch banking. P. D. Stone. 
Budgeting: 
Budgeting and management. George Pogue. 
A program for personal budgeting. Brendan Walsh. 
Setting and communicating budgetary objectives. 
Something less than zero? Alan Orme. 
Building: 
New routes to better control of building. James Pain. 
VAT on building conversions. 
Building societies, Management accounting in. Thomas Sheridan. 
Business community, A new voice for the. David Réchards. 
Business schools a worthwhile investment? Are. Peter Addington. 
Business to maintain liquidity and grow, How to help a. Pauline 
Weetman. 
Buyouts are here to stay, Management. 


Can you believe your sales forecasts? Paul Plowman. 
Cannell, Leslie: Updating and the management accountant. 
Canwell, Neil: How many pits are really ‘uneconomic’? 
Capital: 
The cost of capital in the real world. Jack Hellings. 
Why the cost of capital should not be used for capital investment 
appraisal. R. P. Fox. 
Capitalisation of construction overhead. Bernard Katugampola. 
A case of interfirm comparison. George Brown. 
Case study: 
Contribution analysis for decision making. George Pogue. 
Chadwick, Leslie and Ken Tonkin: 
The government and small firms: 
1 Tax incentives. 
2 Financial assistance. 
3 Premises and planning. - 
4 Update on the budget. (Chadwick alone) 
5 Legislative and employment. (Chadwick alone) 
A challenge worthy of the Institute. Cyril Banyard. 
Changeable landscape with a few villains. Anthea Ballam. 
Changing payment patterns — 3: Wages and salaries. Patrick 
Kirkman. 
Changing payment patterns — 4: Credit cards. Patrick Kirkman. 
Changing payment patterns — 5: Current and future developments. 
Patrick Kirkman. 
Churchill, Phii: Pensions and the early leaver. 
Computers: 
Changeable landscape with a few villains. Anthea Ballam. 
Combining personal computers with the power of a bureau. 
Anthea Ballam. 
The computer system with universal appeal. Anthea Ballam. 
Computers, managers and people. Anthea Ballam. 
Consolidated flexibility 
The contingency system that saves money. Anthea Ballam. 
Data-based stores control. A. and E. Birchall. 
Do you like your models top down or bottom up? David J. Korn. 
Electronics, tags and berets. Anthea Ballam. 
A final word on financial modelling systems? 
Going for the best option. 
How to choose the right accounting program. David Goldman. 
Integration: a key to control. Brian Maskell. 
Keep watch on your computer system. Nigel Temple. 
Maintaining computer power. 
Micro accounting: part 2. Royston L. Northridge. 
A new direction for the micro. Anthea Ballam. 
The next generation: expert systems. M. A. Metcalfe. 
No accounting for computer disasters? 
Now and then: the new electronic spreadsheets. Anthea Ballam. 
The packaged micro software shakeout. Anthea Ballam. 
A promising newcomer. Anthea Ballam. 
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Cost accounting standards: a ee. Brian Vickers. 
Cost apportionment process, Simplifying the. Alan Warner. 

Cost cenaed tn send tatings. R. I. Smith. 

The cost of capital in the real world. Jack Hellings. 

Cost reduction by group activities. Gerard Scullion. 


Costing and pricing road freight. Ron Bassett. 
— with fuzziness. M. A. Metcalfe. 
Practical problems with standard labour costing. Jeremy Foster 
and Alan Scott. 

Rethinking the reality of machine hour costing. Mark Lee Inman. 
Coulthurst, Nigel and John Blake: The transitional period after the 

budget. 
Credit control 

How Roadline reduced its borrowing by £2'2 million. Bob Spence. 
Croft, David and Paul Finlay: 

Integrating financial and management accounting. 

Transfer pricing in a research organisation. 


Data-based stores control. A. and E. Birchall. 

Data Protection: 
Data Protection Act: Must you register? Dragoslav Lazarevic and 
Bob Horsley. 
The Data Protection Bill (The Controller). Bob Horsley. 


The Data Protection Bill and you. K. A. Gulleford. 
Debt collection, A practical approach to. T. Straker. 
Delany, John: The Institute’s higher degree scheme and you. 
Diary of a visit to India and Pakistan. David Allen. 
Disasters, No accounting for computer? 
Distribution, Standard costing in. Keith Barnes and Peter Targett. 
Divisional performance measurement. G. A. Pogue. 
Do you like your models top down or bottom up? David J. Korn. 
Duke, P. S. and J. M. Ward: Setting priorities for information 
systems. 


ED34: Pension scheme accounts. 
ED35: Accounting for the effects of changing prices. 
Education: 
Colleges providing tuition for the ICMA syllabus. 
Major syllabus review — a survey. 
Planning for education, exams and training. Alex Young and 
Peter Lawrence. 
Some further thoughts on education and industry. James Harbord. 
Updating and the management accountant. Leslie Cannell. 
ards, D. G.: Occasional entry bookkeeping. 
EEC works, Understanding how the. David Richards. 
Employee involvement: a second alternative. John Goodlad. 
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The government and small firms — 5: 
ment. Leslie Chadwick. 
Energy costs, Taking the heat out of your. Peter J. Williams. 
Establishment and validation of standard operation times. Jeremy 
Foster and Alan Scott. 
Examination: 
Examination notice: mathematics and statistics. 
Exposure draft gives details of proposed new syllabus. 
Examination results: 
November 1983 
May 1984 
Exposure draft gives details of proposed new syllabus. 
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Fanning, David: Risk measurement: analysis and assessment. 
The Finance Act 1984. Bob Horsley. 
The Finance Bill: 
CCAB'’s response to Finance bill 
The Finance (No. 2) Bill 1984. Bob Horsley. 
Financial analysis in retail banking. Background to. P. D. Stone. 
Financial health: 
Laker Airways: could the collapse have been foreseen? John 
Robertson. 
Profits may not heraid financial health. Alan Birchall. 
Financial institutions and corporate control. Christopher Pass. 
(Financial modelling) Taking the hard work out of forecasting. 
Brendan Walsh 
Financial success through systems-thinking. Stanley Oliver. 
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Finlay, Paul and David Croft: 
Integrating financial and management accounts. 
Transfer pricing in a research organisation. 
Forecasting. Taking the hard work out of. Brendan Walsh. 
Forrester, David: The fourth international congress of accounting 
historians. 
Foster, Jeremy and Alan Scott: 
blishment and validation of standard operation times. 
Practical problems with standard labour costing. 
Standard costing in a manufacturing environment. 
The fourth international congress of accounting historians. David 
Forrester. 
Fox, R. P.: 
Agency theory: a new perspective. 
Why the cost of capital should not be used for capital investment 
appraisal. 
Fraser, Alan: Word processor or personal computer? 
Funds fiow statement flow, Making a. J. E. McLachlan. 


Gale, Chris and Roland Kaye: Information technology: what's the 
future of the management accountant? 
Galway, Albert and Gerard Scullion: 
Management relationships and the finance function. 
Organisation and methods in the office. 
Value analysis. 
The genie and the bottle. C. A. Horn. 
Goater, H. J.: Rolls-Royce Ltd wins the ICMA Training Award. 
Going for the best option. 
Goldman, David: How to choose the right accounting program. 
Goodlad, John: Employee involvement: a second alternative. 
The government and small firms. Leslie Chadwick and Ken Tonkin: 
1 Tax incentives. 
2 Financial ascistance. 
3 Premises and planning. 
4 Update on the budget (Leslie Chadwick only) 
5 Legislation and employment. (Leslie Chadwick only) 
Grimes, Tony: Support for innovation. 
Gross profit, Whatever happened to the? Laurence Pearce. 
Grouping activities, Cost reduction by. Gerard Scullion. 
Guidelines, In place of. W. A. Warner 


Harbord, James: Some further thoughts on education and industry. 
Harradine, Donald: What price a new heart? 
Heard, W. J.: Linear programming without tears — 4. 
Hellings, Jack: The cost of capital in the real world. 
(High technology) Bio technology — the new wave. Roy Waight. 
Higher degree opportunities for members. Roger Mills. 
Horn, C. A.: 
The genie and the bottle. 
A new way with old debts. 
Horsley, Bob: 
The Finance Act 1984. 
The Finance (No. 2) Bill 1984. 
Horsley, Bob and Dragoslav Lazarevic: Data Protection Act: Must 
you register? 
How many pits really are ‘uneconomic’? Neil Canwell. 
How Roadline reduced its borrowing by £22 million. Bob Spence. 
How to choose the right accounting program. David Goldman. 
How to help a business to maintain liquidity and grow. Pauline 
Weetman. 
Howard, Katherine: Training the accountant for management. 
Hyndman, Noel and Bob Perks: Time to capitalise leased assets. 
Hyndman, N. S. and M. A. Pogue: Portfolio theory unscrambled. 


If the unthinkable happens — what then? Patricia Stubbs. 
I'll consider the horse mine. Louise Jutsum. 
Implementation of office automation. J. W. Stark. 
Implications of purchasing a private company’s shares. Kevin 
Armstrong. 
In conversation: 
Michael Bromwich 
John Ould 
John Sizer 
Bernard Spratt 
In place of guidelines. W. A. Warner. 
Inflation: 
Inflation and long term contract profitability. M. W. Allen. 
Replacement cost accounting — a practical alternative? Mark Lee 
Inman. 
Information: 
Are we providing the right information? Keron Bhattacharya. 
Information technology: what is the future of the management 
accountant? Chris Gale and Roland Kaye. 
Setting priorities for information systems. J. M. Ward and P. S. 
Duke. 
Sources of information for management accountants. P. J. Laszlo. 
Inman, Mark Lee: 
Replacement cost accounting — a practical alternative? 
Rethinking the reality of machine hour costing. 
The Institute's higher degree scheme and you. John Delany. 
Insurance: 
Private medical insurance surges on. John C. Vann. 
Intake of 1984 — a fantasy. 
Integrating financial and management accounts. David Croft and 
Paul Finlay. 





Integration — a key to control. Brian Maskell. ~ 

(Integration) Management accountants and the profession. Paul 
Norkett WW 

Interfirm comparison, A case of. George Brown. 

(International Committcc) In conversation with John Sizer. 

(International finance) A new way with old debts. C. A. Horn. \ 

An introduction to information centres in branch banking. P. D. 
Stone. 

Investment appraisal in the mechanical engineering industry. M. 
Woods. M. Pokorny. V. Lintner and M. Blinkhorn. 


Joint ventures. (ICMA bibliography) 
Jutsum. Louise: I'll consider the horse mine. 


Katugampola. Bernard: Capitalisation of construction overhead. 

Kaye. Roland and Chris Gale: Information technology: what's the 
future of the management consultant? 

Keep watch on your computer system. Nigel Temple. 

Kennedy, Alison and Keith Sugden: Contract WIP: what's in 
progress? 

(Keynesianism) The genic and the bottle. C. A. Horn. 

Kirkman, Patrick: 
Changing payment patterns —- 3: Wages and salaries. 
Changing payment patterns — 4: Credit cards. 
Changing payment patterns — 5: Current and future develop- 
ments 

Korn, David. J.: Do you like your models top-down or bottom up? 


Laker Airways: could the collapse have been foreseen? John 

Robertson. Jun 
Laszlo, P. J.: Sources of information for management accountants. Sep 
Lawrence, Peter and Alex Young: Planning for education, exams 

and training. Feb 
Lazarevic, Dragoslav and Bob Horsley: Data Protection Act: must 

you register? Jul 
Leadership, Motivation and. Stuart Wood. Feb 
Leased assets, Time to capitalise. Bob Perks and Noel Hyndman. Nov 
Legal Notebook: Jan 50, Feb 59, Mar 62, Apr 60, May 61, Jun 44, 

Jul 55, Sep 55, Oct 57, Nov 56, Dec 58. 

Lewis, David R.: Payroll processing: choosing the best method. Jul 46 
Linear programming without tears — 4. W. J. Heard. May 58 
Lintner, V., M. Blinkhorn, M. Woods and M. Pokorny: 

Investment appraisal in the mechanical engineering industry. Oct 36 
Liquidity: 

How to help a business to maintain liquidity and grow. Paulir 

Weetman. Oct 

Ratio thinking — short term liquidity ratios. John Robertson. Nov 
Local government: 

Accounting developments in local government. Michael Rogers. Mar 

Where business sense ca be a hazard. David Richards. Oct 
Looking at management: 

3 — Delegation. John Wright. Feb 

4 — Organisation. John Wright. Apr 


Machiavelli and sales incentives. Paul Plowman. 
Making a funds flow statement flow. J. FE. McLachlan. 
Management: 
Are managers to blame? T. E. G. Fletcher. 
Computers, managers and people. Anthea Ballam. 
Looking at management — 3 — Delegation. John Wright. 
Looking at management — 4 — Organisation. John Wright. 
Training the accountant for management. Katherine Howard. 
Management accountant: 
Information technology: what is the future of the management 
accountant? Chris Gale and Roland Kaye. 
Management accountants and the profession. Paul Norkett. 
Sources of information for management accountants. P. J. Laszlo. 
Updating and the management accountant. Leslie Cannell. 
Management accounting in building socictics. Thomas Sheridan. 
Management accounting. The non-rational in. R. D. Waight. 
Management buyouts arc here to stay. 
Management information systems in branch banking. D. Targett and 
P. D. Stone. 
Management relationships and the finance function. Albert Galway 
and Gerard Scullion. 
Market profit centres: fiction or an emerging reality? David Yorke. 
Maskell, Brian: Integration: a key to control 
McAulay. Lawrence: The quality cost variance. 
McLachlan, J. E.: Making a funds flow statement flow. 
Mechanical engineering industry, Investment appraisal in the. M. 
Woods, M. Pokorny. V. Lintner and M. Blinkhorn. 
Metcalfe, M. A.: 
Costings with fuzziness 
The next generation: expert systems. 
Micro accounting: part 2. Royston L. Northridge. 
(Microelectronics application project) Support for innovation. Tony 
Grimes. 
Miller, R. G.: Asset management. 
Mills, Roger: Higher degree opportunities for members. 
Model building methods and systems analysis in the developing 
world. Colin F. Palmer. 
Motivation and leadership. Stuart Wood. 


A new direction for the micro, Anthea Ballam. 

New routes to better control of building. James Pain. 

A new voice for the business community? David Richard. 

A new way with old debts. C. A. Horn. 

The next generation: expert systems. M. A. Metcalfe. 

No accounting for computer disasters? 

*‘Nobbut scorer’. J. P. Wilson. 

The non-rational in management accounting. R. D. Waight. 
Norkett, Paul: Management accountants and the profession. 
Northridge, Royston L.: Micro accounting: part 2. 

Now and then: the new electronic spreadsheets. Anthea Ballam. 


Objectives of a transfer pricing system. David Smyth. 

Occasional entry bookkeeping. D. G. Edwards. 

Office: 
Implementation of office automation. J. W. Stark. 
Organisation and methods in the office. Gerard Scullion and 
Albert Galway. 

Oliver, Stanley: Financial success through systems-thinking. 

Organisation and methods in the office. Gerard Scullion and Albert 
Galway. 

Orme, Alan: Something less than zero? 

Ould, John, In conversation with. 

Overcoming the obstacles to word processing. 

Overhead, Capitalisation of construction. Bernard Katugampola. 


Pain, James: New routes to better control of building. 
Palmer, Colin F.: Model building methods and systems analysis in 
the developing world. 
Pass, Christopher: Financial institutions and corporate control. 
Payroll processing: choosing the best method. David R. Lewis. 
Pearce, Laurence: Whatever happened to the gross profit? 
Pension scheme accounts: ED34 
Pensions and the early leaver. Phil Churchill. 
Performance measurement, Divisional. G. A. Pogue. 
Perks, Bob and Noel Hyndman: Time to capitalise leased assets. 
Personal budgeting. A program for. Brendan Walsh. 
Planning for education, exams and training. Alex Young and Peter 
Lawrence. 
Plowman, Paul: 
Can you believe your sales forecast? 
Machiavelli and sales incentives. 
Pogue, George: 
Budgeting and management. 
Contribution analysis for decision making. 
Divisional performance measurement. 
Pogue, M. A., and N. S. Hyndman: Portfolio theory unscrambled. 
Pokorny, M., V. Lintner, M. Blinkhorn and M. Woods. 
Investment appraisal in the mechanical engineering industry. 
Portfolio theory unscrambled. N. S. Hyndman and M. A. Pogue. 
A practical approach to debt collection. T. Straker. 
Practical problems with standard labour costing. Jeremy Foster and 
Alan Scott. 
(President) 
Cyril Banyard, President of the Institute. 
Diary of a visit to India and Pakistan. 
Presidential address: A year marred by two significant failures. 
David Allen. 
"rivate medical insurance surges on. John C. Vann. 
Product performances, Analysing. Trevor Bentley. 
Profession, Management accountants and the, Paul Norkett. 
Profits may not herald financial health. Alan Birchall. 
A program for personal budgeting. Brendan Walsh. 


The quality cost variance. Lawrence McAulay. 


Ratios: 
Laker Airways: could the collapse have been foreseen? John 
Robertson. 
Ratio thinking — profitability ratios. John Robertson. 

Ratio thinking — short term liquidity ratios. John Robertson. 
Research directions in financial ratio analysis. John Robertson. 
(Redundancy) If the unthinkable happens — what then? Patricia 

Stubbs. 
Regional industrial development, Views on. 
Replacement cost accounting — a practical alternative? Mark Lee 
Inman. 
(Research and Technical Committee) In conversation with Michacl 
Bromwich. 
Research directions in financial ratio analysis. John Robertson. 
Rethinking the reality of machine hour costing. Mark Lee Inman. 
Richards, David: 
A new voice for the business community? 
Understanding budget strategy. 
Understanding how the EEC works 
Understanding parliament. 
Understanding public expenditure. 
Where business sense can be a hazard. 
Risk measurement: analysis and assessment. David Fanning. 
Robertson, John: 
Laker Airways: could the collapse have been foreseen? 
Ratio thinking — profitability ratios. 
Ratio thinking — short term liquidity ratios. 
Research directions in financial ratio analysis. 
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May 
Feb 
Mar 
Sedgwick. Keith: There's more to accounting than accounting. May 
Setting and communicating budgetary objectives. Jul 
Setting priorities for information systems. J. M. Ward and P. S. 
Duke. Apr 
Shares. Implications of purchasing a private company’s. Kevin 
Armstrong. 
Sheridan. Thomas: 
Consultant's Notebook. 


Mar 
Jan 43, Feb 31. Jun 31. 
Se 


Management accounting in building societies. 
Simplifying the cost apportionment process. Alan Warner. 
Sizer. John. In conversation with. 
Small firms: 
The government and small firms, Leslie Chadwick and Ken 
Tonkin. 
1 Tax incentives. 
2 Financial assistance. 
3 Premises and planning. 
4 Update on the budget. (Chadwick alone) 
5 Legislation and employment. (Chadwick alone) 
Smith. R. 1.: Cost control in road haulage. 
Smyth. David: 
Objectives of a transfer pricing system. 
,. Transfer prices: the practical techniques. 
Some further thoughts on education and industry. James Harbord. 
Some useful tax planning for the individual. Kevin Armstrong. 
Something less than zero? Alan Orme. 
Sources of information for management accountants. P. J. Laszlo. 
Spence. Bob: How Roadline reduced its borrowings by £2'4 million. 
Spratt, Bernard: In conversation with. 
(SSAP9) Contract WIP: What's in progress? Alison Kennedy and 
Keith Sugden. 
Standard costing in distribution. Keith Barnes and Peter Targett. 
Standard costing in a manufacturing environment. Jeremy Foster 
and Alan Scott. Apr 
Standard labour costing. Practical problems with. Jeremy Foster and 
Alan Scott. Feb 
Standard operation times. Establishment and validation of. Jeremy 
Foster and Alan Scott. Mar 
Standard problems. W. A. Warner. Jul 
Stark, J. W.: implementation of office automation. Jan 
Stone. P.D.: 
Background to financial analysis in retail banking. Dec 
Budgeting control in branch banking. Apr 
An introduction to information centres in branch banking. Mar 
Stone, P. D. and D. Targett: Management information systems in 
branch banking. Feb 18 
Straker, T.: A practical approach to debt collection. May 30 
(Strategic business units): The SBU in business strategy. Keron 
Bhattacharya. Feb 24 
Stubbs. Patricia: lf the unthinkable happens — what then? Dec 51 
Sugden, Keith and Alison Kennedy: Contract WIP: What's in 
progress? Jul 32 
Support for innovation. Tony Grimes. Mar 28 
Syllabus, Exposure draft gives details of proposed new. Dec 26 
Synopsis. Jan 48, Feb 60, Mar 60. Apr 62. May 62, Jun 46. Jul 56. 
Sep 56, Oct 54. Nov 58, Dec 60. 
Synthesis — the key to your future success. Cyril Banyard. Jan 38 
Systems analysis in the developing world. Model building methods 
and. Colin F. Palmer. Nov 46 
Systems, The next generation: expert. M. A. Metcalfe. Sep 36 
Systems-thinking, Financial success through. Stanley Oliver. Sep 


Taking the hard work out of forecasting. Brendan Walsh. 

Taking the heat out of your energy costs. Peter J. Williams. 

Targett. D. and P. D. Stone: Management information systems in 
branch banking. 

Targett, Peter and Keith Barnes: Standard costing in distribution. 

Tax: 


Benefits in kind: a review. Kevin Armstrong. 
Implications of purchasing a private company’s shares. 
Some useful tax planning for the individual. Kevin Armstrong. 
Temple in rate Or not to incorporate? Kevin Armstrong. 
igel: Keep watch on your computer system. 


There's more to 


than accounting. Keith 
Time to capitalise 


assets. Bob Perks and Noel -~ 20 
To incorporate or ngf to incorporate? Kevin Armstrong. 
Tonkin, Ken and Chadwick: 


The government and small firms: 
1 Tax incentives. 
2 Financial assistance. 
3 Premises and planning. 
4 Update on the budget. (Chadwick alone) 
5 Legislation and employment. (Chadwick alone) 
Training: 
Planning for education, exams and training. Alex Young and 
Peter Lawrence. 
Rolls-Royce Ltd wins the ICMA Training Award. H. J. Goater. 
Training the accountant for management. Katherine Howard. 
Transfer pricing: 
Objectives of a transfer pricing system. David Smyth. 
Transfer prices: the practical techniques. David Smyth. 
fae pricing in a research organisation. David C roft and Paul 


The toni period after the budget. John Blake and Nigel 
Coulthurst. 

(Transport): 
Cost control in road haulage. R. I. Smith. 
Costing and pricing road freight. Ron Bassett. 

(Triple chance budgeting) Something iess than zero? Alan Orme. 


Understanding budget strategy. David Richards. 
Understanding how the EEC works. David Richards. 
Understanding parliament. David Richards. 
Understanding public expenditure. David Richards. 
Unfair charges? W. A. Warner. 

Updating and the management accountant. Leslie Cannell. 


Value analysis. Gerard Scullion and Albert Galway. 
Vann, John C.: 
The barrow boy approach. 
Private medical insurance surges on. 
VAT on building conversions. 
(Venture capital) Biotechnology — the new wave. Roy Waight. 
Vickers, Brian: Cost accounting standards: the American experi- 
ence. 
Views on regional industrial development. 


Waight, Roy: 
Biotechnology — the new wave 
The non-rational in management accounting 
Walsh, Brendan: 
A program for personal budgeting 
Taking the hard work out of forecasting 
Walton, David H.: Wanderlust? Take a packaged tour! 
Wanderlust? Take a packaged tour! David H. Walton. 
Ward, J. M. and P. S. Duke. Setting priorities for information 
systems. 
Warner, W. A.: 
In place of guidelines. 
Simplifying the cost apportionment process. 
Standard problems. 
Unfair charges? 
Webster, Drew: Executive assignment. 
Weetman, Pauline: How to help a business to maintain liquidity and 
grow. 
What price a new heart? Donald Harradine. 
Whatever happened to the gross profit? Laurence Pearce. 
Where business sense can be a hazard. David Richards. 
Whincup, Michael: Assessment of damages for breach of contract. 
Why the cost of capital should not be used for capital investment 
appraisal. R. P. Fox. 
Williams, Peter J.: Taking the heat out of your energy costs. 
Will big brother have his way? Anthea Ballam. 
Wilson, J. P.: ‘Nobbut scorer’ 
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